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Message Text 


CONFIDENTIAL 

PAGE 01 BUDAPE 00487 131417Z 

67 

ACTION SY-05 

INFO OCT-01 EUR- 1 2 ISO-OO /018W 

071874 

R 131037Z FEB 76 
FM AMEMBASSY BUDAPEST 
TO SECSTATE WASHDC 5275 

CONFIDENTIAL BUDAPEST 0487 

E.O. 11652: GDS 
TAGS: ASEC 

SUBJ: AUTOSCAN PRINTER FAILURE 

REF: STATE 031784 

1 . ALL CIRCUIT BOARDS REMOVED AND REINSERTED IN PRINTER ONE 
AT A TIME. F3 IN 5V SUPPLY DID NOT BLOW. SAME SYMPTOMS EXIST 
IN PRINTER AS PREVIOUSLY REPORTED. HOWEVER. F3 NOW FAILS TO 
BLOW. 

2. DURING VARIOUS VOLTAGE AND RESISTANCE MEASUREMENTS OF 
POWER SUPPLY. IT WAS OBSERVED SCHEMATIC OF PRINTER POWER 
SUPPLY DIFFERENT FROM POWER SUPPLY INSTALLED IN BUDAPEST 
PRINTER. 38V SUPPLY HAS SCR CIRCUIT, POSSIBLY PROTECTION 
CIRCUIT, NOT SHOWN ON SCHEMATIC. 

3. VOLTAGE MEASUREMENTS OF 38V SUPPLY INDICATE PROPER VOLTAGE 
PRESENT ONLY UP TO C3 AND GROUND. PROPER VOLTAGE OF 5V SUPPLY 
PRESENT ONLY UP TO INPUT OF Q6 AND Q7. 

4. POSSIBLY, F3 BLEW PREVIOUSLY DUE TO SHORTED COMPONENT, 
POSSIBLY Q6 OR Q7. AND NOW COMPONENT OPEN. 

5. ADVISE. 

MCAULIFFE 


CONFIDENTIAL 
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